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Specifications 


-► 


R?s: Nominal zero-power resistance value al 25 "C 
^2 6 value determined by nominal zero-power resistance at 25*C and 85 1 

^3 Time when thermistor temperature reaches 33,2% of the temperature difference. The value is measured in the air, 





(Unit:kQ) 

































































